

 
Hi Lisa,

Below is your direct deposit enrollment information. Give this information to your employer or benefits provider to enroll in ASAP Direct Deposit, and you could get your pay up to 2 days before payday or your government benefits up to 4 before benefits day. 

Bank Routing Number: 124303120
Bank Account Number: 109959810804
Bank Name: Green Dot Bank 
Deposit Amount: Provide this amount to your employer or benefits provider. 
Account Type: Checking 

Direct deposit timing depends on deposit verification and when we get notice from your employer, and may vary from pay period to pay period. But when we get it, you’ll get it. 

If you provided your employer’s email address, we also emailed them your direct deposit enrollment information. Make sure you follow up with your employer to check the progress of your enrollment request. Green Dot does not have your enrollment status information. If you need additional help setting up direct deposit, please call (866)-795-7974.

The Green Dot team

 

 

Log In    •   Help   •    App Download    •    Blog
This is an monitored email box. Please do not reply to this message. This email was sent by Green Dot Corporation, P.O. Box 5100, Pasadena, CA 91117, the service provider of your Green Dot Prepaid Card, issued by Green Dot Bank, Member FDIC. Green Dot Bank operated under the following registered trade names: GoBank, Green Dot Bank and Bonneville Bank. All of these registered trade names are deposits with Green Dot Bank and are aggregated for deposit insurance coverage.

To make sure our email updates are delivered to your inbox (and don’t go into your junk folder), add GreenDotTeam@email.greendot.com to your email address book.

©2019 Green Dot Corporation
